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1. On February 17, 1944, an application for patent directed to the subject 
invention was forwarded by your office to the inventor. 

2. After conferences with Mr* Friedman and with Mr* Farnam, of the Legal 
Division, the entire case has been rewritten and two new sheets of drawings pre- 
pared* 

3* The redrafted application, license and assignment forms have been executed 
and are herewith inclosed* Also inclosed are a carbon copy of the new specifica- 
tion and claims, the two new sheets of Patent Office drawings and a photostatic 
print of each of the four sheets of drawings now in the case* Certain minor addi- 
tions and corrections are indicated in red ink on the prints of sheets 1 and 2 of 
the drawings* 

4* It is requested that the application be filed if the papers are found to 
be in proper form; otherwise, that necessary changes be mads and the application 
returned for re-execution* 

5* The case is currently classified "Confidential"* 

For the Chief, Army Communications Service: 
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W. Preston Cordsraan ^ 
Colonel, Signal Corps 
Chief, Signal Security Branch 
SPSIS-1, Code 8129, Ext. 211 
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